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Cofluorescence enhancement improves immuno- 
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Inosine monophosphate dehydrogenase, inhibition by 
mycophenolic acid in Molt F4 human malignant 
lymphoblasts 174 (OA) 
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Microalbuminuria, in type 2 diabetic patients 160 (OA). 
588 (L) 

Minimum detection limit, immunofluorimetric assay, 
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Peroxisomal disorders, di/trihydroxycholestanoic 
acidaemia 195 (SR) 

Phenylalanine in blood spots, development of enzyme- 
mediated assay 140 (OA) 

Phenylketonuria 
enzyme-mediated assay using blood spots 140 (OA) 
neonatal screening, evaluation of automated 

enzymatic method using blood spots 134 (OA) 

Phosphate, serum inorganic, characteristics of 
monocional immunoglobulins that interfere with 
measurement 249 (OA) 

Phosphatuaria and retinol binding proteinuria, markers 
of paracetamol-induced nephrotoxicity 331 (OA) 
Photometric analysis, interference due to lipaemia, 

survey of an underrated problem 281 (OA) 
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